
WALL FIREPOTS 


List 

Dealers 

Jobbers 

Number 

ITEM 

Fuel 

Capacity Tank 

Price Each 

Cost Each 

Cost Each 

50 

"BIG BRUTE” Gasoline 

Available for 1 gallon Steel 

41.25 

24.75 

18.56 

53 

"DREADNAUGHT” Gasoline 

Use with 

1 gallon Steel 

26.25 

15.75 

11.81 

51 

"DREADNAUGHT” Gasoline 

Kerosene 

1 gallon Steel 

22.50 

13.50 

10.13 

55 

"SUPERIOR” 

Gasoline 

1 gallon Steel 

17.00 

10.20 

7.65 


WALL Dreadnaught BLOW TORCHES 




41 

"DREADNAUGHT” 

Gasoline 

1 quart Steel 

14.35 

8.60 

6.45 

42 

ft 

Kerosene 

1 quart 

15.70 

9.40 

7.05 

3341 

tt 

Gasoline 

1 quart 

12.70 

7.60 

5.70 

341 

” 


tt 

1 pint 

11.65 

7.00 

5.25 

3341B 

tt 


tt 

1 quart Brass 

14.10 

8.46 

6.35 

31 

it 


tt 

1 quart Steel 

9.70 

5.80 

4.35 

130 

ft 


tt 

Flat pint 

14.00 

8.40 

6.30 

130B 

tt 


it 

Flat pint Brass 

15.35 

9.21 

6.90 

375 

tt 


tt 

1 quart Steel 

16.20 

9.72 

7.29 

375K 

tt 

Kerosene 

1 quart 

16.20 

9.72 

7.29 

49 

"MULTIPOWER” 

Gasoline 

1 gallon 

31.35 

18.80 

14.10 

49K 

tt 

Kerosene 

1 gallon 

31.35 

18.80 

14.10 

1 

"DREADNAUGHT” 

Alcohol 

l A pint Brass 

2.98 

1.79 

1.34 

2 

tt 


it 

Vi pint 

3.98 

2.39 

1.79 

WALL TWO-QUART CAPACITY BLOW TORCHES 




The Nos. 31, 41, 42, 375 and 375K 

can be supplied with 2 quart tanks at an 




additional cost of #1.85 each above 

net prices shown on quart size. Indicate 




number and specify "2 quart.” 








WALL Superior 

BLOW TORCHES 




330S 

"SUPERIOR” with shield 


Gasoline 1 quart Brass 

9.40 

5.64 

4.23 

330BS 

tt tt tt 



” 1 quart ” 

10.15 

6.10 

4.58 

331 

no shield 



1 quart Steel 

8.35 

5.00 

3.76 

331S 

with shield 



1 quart ” 

8.65 

5.19 

3.90 

344 

no shield 



” 1 pint ” 

8.35 

5.00 

3.76 

331 JS 

with shield 



” 1 quart ” 

10.15 

6.10 

4.58 

330JS 

with shield 



1 quart Brass 

11.20 

6.72 

5.04 

61 

no shield 



” Flat pt. Steel 

8.35 

5.00 

3.76 

61S 

with shield 



tt tt tt tt 

8.65 

5.19 

3.90 

60 

no shield 



” ” ” Brass 

10.15 

6.10 

4.58 

60S 

with shield 



tt tt tt tt 

10.50 

6.30 

4.72 


WALL TORCH DISPLAY ASSORTMENTS 




643 

"DREADNAUGHT” Consisting of 3 No. 1 

and 2 No. 2 Torches, 

16.90 

10.14 

7.60 


Packed with Unit Boxes 






697 

"DREADNAUGHT” Consisting of 2 No. 1 

and 3 No. 2 Torches, 

17.90 

10.74 

8.05 


Packed with Unit Boxes 






WALL REPAIR PARTS FOR TORCHES AND FIREPOTS 





List Prices apply except as 

noted. 



Net 

Net 

Less 25 % 

WALL Superior ELECTRIC SOLDERING IRONS 




Number 

Watts Volts Weight 

Length No. of Tips 

Tip Size Finish 




186 

75 110-120 10 oz. 

IIV 2 

" 1 

3 /s" Chrome 

1.80 

1.08 

.80 

186T 

75 110-120 14 oz. 

ll l /2 

" 2 

3/ 8 "— 5 /s" Chrome 

2.15 

1.29 

.95 

186K 

75 110-120 14 oz. 

1 U /2 

" 1 

3 /g" Chrome 

2.00 

1.20 

.90 

1106 

100 110-120 14 oz. 

12/ 2 

" 1 

V 2 " Chrome 

2.10 

1.26 

.93 

1106T 

100 110-120 16 oz. 

121/2 

" 2 

l / 2 " — V 4 " Chrome 

2.50 

1.50 

1.13 

196 

75 110-120 14 oz. 

12 

" 1 

Ys" Chrome 

2.35 

1.41 

1.05 

196T 

75 110-120 16 oz. 

12 

" 2 

3 /g” — Vs" Chrome 

2.80 

1.68 

1.25 

196-3 

75 110-120 17 oz. 

13 

" 3 

l A" Chrome 

2.90 

1.74 

1.30 

1136 

100 110-120 16 oz. 

12/2 

" 1 

3 A" Chrome 

2.80 

1.68 

1.25 

1136T 

100 110-120 18 oz. 

12/2 

" 2 

3 / 8 "_ 3 / 4 " Chrome 

3.45 

2.07 

1.55 

1136-3 

100 110-120 19 oz. 

13/2 

" 3 

l A” Chrome 

3.40 

2.04 

1.50 

1156 

150 110-120 18 oz. 

13 

" 1 

y 8 ” Chrome 

4.50 

2.70 

2.00 

1156-3 

150 110-120 21 oz. 

14 

" 3 

V 4 " Chrome 

5.15 

3.09 

2.30 

1123 

75 110-120 12 oz. 

12 

" 3 

W' Chrome 

2.80 

1.68 

1.25 

1223 

100 110-120 16 oz. 

13 

" 3 

W' Chrome 

3.10 

1.86 

1.40 


All above models are available in 220 volt capacity, at an additional cost of 
.15 each on net price. 
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Jobbers 

Cost Each 

2.53 

Dealers 

Cost Each 

3.75 

List 

Price Each 

6.25 

1200 

WALL ELECTRIC SOLDERING IRON DISPLAYS 

1 ea. 186, 1106, 196 Mounted on display. Unit boxes packed with each 

2.98 

4.02 

6.70 

1300 

display. 

1 ea. 186, 1106, 1136, Mounted on display. Unit boxes packed with each 

4.30 

5.79 

9.65 

1400 

display. 

1 ea. 196, 1136, 1156, Mounted on display. Unit boxes packed with each 

6.83 

9.21 

15.35 

1700 

display. 

2 No. 186 and 1 ea. 1106, 196, 1136, 1156, Mounted on display. Unit 

7.28 

9.81 

16.35 

1750 

boxes packed with each display. 

2 No. 1136 and 1 ea. 186, 1106, 196, 1156, Mounted on display. Unit 

8.03 

10.83 

18.05 

1800 

boxes packed with each display. 

2 No. 1156 and 1 ea. 186,1106,196,1136, Mounted on display. Unit 

3.25 

4.35 

7.25 

boxes packed with each display. 

WALL PARAFFIN POTS, PANS, DIPPERS, AND TROUGHS 

569 Paraffin Pot, 7 1 / 2 " deep, 10" dia., 9 qt. capacity, net weight 5 lb. ea. 

.80 

1.08 

1.80 

576 

Paraffin Dipper, 3 l A" deep, 4-13/16" top dia., 3%" bot. dia., 1 qt., 

4.80 

6.42 

10.70 

577L 

capacity, net weight 1 lb. ea. 

Paraffin Pan, large, 24" long, 14" wide, 3 l A” deep, net weight 8 V 2 lb. ea. 

4.20 

5.61 

9.35 

577S 

Paraffin Pan, small, 22" long, 13" wide, 2 W' deep, net weight 6% lb. ea. 

1.20 

1.62 

2.70 

578L 

Paraffin Trough, large, 35" long, 20" wide, net weight 4 l A lb. ea. 

1.05 

1.41 

2.35 

578S 

Paraffin Trough, small, 28" long, 14" wide, net weight 2 l A lb. ea. 

Jobbers 

Cost Doz. 
Prices on 

Dealers 

Cost Doz. 
Prices on 

List 

Price Doz. 
Prices on 

81 

PYRAMID AND SHOP TORCHES 

Pyramid and Shop Torches 1 pint Steel 

Application 

n 

Application 

11 

Application 

11 

82 

” ” ” ” 1 quart ” 


84 

110 

181 

182 

155 


Locomotive Engineers and Shop Torches 


Insect and Parade Torches 


2 quarts 
1 pint 
1 pint 
1 quart 
1 pint 


Jobbers 

Cost Each 

Dealers 

Cost Each 

List 

Price Each 


5.55 

7.62 

12.35 

579 




WALL 

4.10 

5.46 

9.10 

568 

Jobbers 

Cost Doz. 

Dealers 

Cost Doz. 

List 

Price Doz. 

W7 

Number 

4.20 

5.60 

9.35 

204 

4.50 

6.00 

10.00 

206 

4.80 

6.40 

10.70 

209 

4.95 

6.60 

11.00 

304 

5.25 

7.00 

11.70 

306 

5.55 

7.40 

12.35 

309 

5.70 

7.60 

12.70 

404 

6.00 

8.00 

13.35 

406 

6.30 

8.40 

14.00 

409 

6.30 

8.40 

14.00 

504 

6.75 

9.00 

15.00 

506 

7.05 

9.40 

15.70 

509 

7.35 

9.80 

16.35 

512 

Prices on 
Application 
n 

Prices on 
Application 

11 

Prices on 
Application 

11 

43 

44 

11 

» 

»» 

515 

n 

it 

tt 

520 


it 

tt 

30 


tt 

tt 

31 

»» 

tt 

11 

32 

50% -10% 

40% 

List 



WALL Superior SAFETY SHIELDS 

Each Panel 17" wide x 23" high — 3 panels — Weight 15 lbs. 


5 Quart capacity — Net Weight 6 V 2 lbs. each. 


ITEM 

'EVERLASTING” Brazed Steel Bench O 


Spout Size 
'ilers 4" 

” 6 " 

» Q" 

’ 4" 

* 6 " 

> 9" 

’ 4" 

* 6 " 

* 9" 

’ 4" 

’ 6 " 

f gtt 

* 12 " 


Capacity 

1/3 pint 
»» 

tt 

Vi pint 

tt 

3 /4 pint 
» 

» 

1 pint 


Pyramid Fillers, "EVERLASTING” Brazed Steel 

it tt ft ft ft 

Engineers Fillers, "EVERLASTING” Brazed Steel 

ft tt tt tt tt 

Pyramid Oilers, "EVERLASTING” Brazed Steel 

ft tt tt it tt 

tt It tt tt tt 

Extra Bodies For All Numbers 


P. WALL MFG. CO. - GROVE CITY, PA., II.S.A. 
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WALL Superior WELDED STEEL BENCH OILERS 


List 

Price 

Dealers 

Cost 

Jobbers 

Cost 

Number 

ITEM 



Spout Size 

Capacity 

Per 

Dozen 

Per 

Dozen 

Per 

Dozen 

2204 

"SUPERIOR” Welded 

Steel 

Bench Oiler 

4" 

1/3 

pint 

8.00 

4.80 

3.60 

2206 

ft ft 

tt 

tt 

tt 

6" 


a 

8.70 

5.20 

3.90 

2209 

ft ft 

” 

” 

tt 

9" 


tt 

9.35 

5.60 

4.20 

2212 

ft ft 

tt 

” 

tt 

12" 


tt 

10.00 

6.00 

4.50 

3304 

ft ft 

tt 

a 

tt 

4" 

Vi 

pint 

9.35 

5.60 

4.20 

3306 

ft ft 

tt 

it 

tt 

6" 


” 

10.00 

6.00 

4.50 

3309 

ft ft 

tt 

it 

it 

9" 


tt 

10.70 

6.40 

4.80 

3312 

ft ft 

tt 

a 

it 

12" 


tt 

11.35 

6.80 

5.10 

5504 

ft ft 

tt 

tt 

ft 

4" 

1 

pint 

12.00 

7.20 

5.40 

5506 

ft ti 

tt 

tt 

it 

6" 


tt 

12.70 

7.60 

5.70 

5509 

ft ft 

a 

tt 

it 

9" 


tt 

13.35 

8.00 

6.00 

5512 

it tt 

tt 

tt 

tt 

12" 


a 

14.00 

8.40 

6.30 


Extra Bodies For All Numbers 






List 

40% 

50%-10% 

21 

Broad Top "SUPERIOR’ 

" Welded Steel Oiler 

10" 

1 V 2 

pint 

Prices on 

Prices on 

Prices on 

22 

tt ti it 

it 

tt 

” 

10" 

1 ( 

quart 

Application 

tt 

Application 

Application 

99 

400S 

Steel Valve "SUPERIOR 

” Welded Oiler 


22 1/ 2 " 

1 

” 

37.35 

22.40 

16.80 

450S 

it tt it 

it 

tt 


22*4" 

1*4 

a 

40.00 

24.00 

18.00 

23 

Pit Car or Traction Oilers 



12" 

V 2 eallon 

Prices on 

Prices on 

Prices on 

24 

a a tt tt tt 




12" 

1 

tt 

Application 

tt 

Application 

tt 

Application 

99 


WALL Everlasting AND Superior OILER SPOUTS 


4" 

For "EVERLASTING” or "SUPERIOR” Bench Oilers 

4.70 

2.80 

2.10 

6" 

tt tt tt tt tt tt 

5.35 

3.20 

2.40 

9" 

tt tt tt tt tt ti 

6.00 

3.60 

2.70 

12" 

tt tt tt tt tt tt 

6.70 

4.00 

3.00 

15" 

a ft tt tt tt tt 

9.00 

5.40 

4.05 

18" 

tt tt tt tt tt tt 

10.00 

6.00 

4.50 

10" 

For Pyramid and Broad Top Oilers 

7.70 

4.60 

3.45 

12" 

tt tt tt tt tt tt 

8.70 

5.20 

3.90 

12" 

For Pit Car or Traction Oilers For No. 23 

10.70 

6.40 

4.80 

12" 

” ” ” ” ” ” For No. 24 

12.35 

7.38 

5.55 


WALL WELDED STEEL Superior TALLOW POTS 


40 

41 

"SUPERIOR” Welded Steel Tallow Pots 

tt tt tt tt tt 

Prices on 
Application 

tt 

Prices on 
Application 
»» 

Prices on 
Application 

tt 


WALL OIL CARRIERS OR SUPPLY CANS 




60 

Hexagon Screw Tops and Spout Cap — Capacity 1 gallon 

29.35 

17.61 

13.20 

61 

tt tt tt tt tt it tt £ »» 

33.60 

20.16 

15.00 

62 

tt tt tt tt tt tt tt ^ ” 

41.40 

24.84 

18.60 

64 

tt tt tt tt tt tt tt ^ tt 

54.00 

32.40 

24.00 


WALL PAINT POTS OR PAINT BUCKETS 




5P 

Electric Seam Welded Capacity 5 quart 

22.70 

13.62 

10.20 


WALL Everlasting GREASE BUCKETS 

List 

Price Each 

Dealers 

Cost Each 

Jobbers 
Cost Each 

3970 

Grease Buckets with Hinged Lids — Capacity 1 gallon 

5.00 

3.00 

2.25 

3971 

it tt tt a tt 11 £ *> 

6.00 

3.60 

2.70 

3972 

tt tt tt n a tt ^ ** 

7.00 

4.20 

3.15 

3973 

” ” without ” ” ” 1 ” 

3.00 

1.80 

1.35 

3974 

ti tt tt tt tt tt 2 if 

4.00 

2.40 

1.80 

3975 

tt tt tt tt it tt j tt 

4.70 

2.82 

2.10 


WALL PIPE STRAPS 

Prices on Application 

WALL SOLDERS 

Prices on Application 

P. WILL MFC. 00. - GROVE CITY, PA., I S A. 
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Jobbers 

Cost 

Each 

2.75 

4.75 
5.18 
5.78 
7.22 
3.00 
3.60 
4.20 

5.40 
.90 

1.20 

1.65 

2.10 

3.45 

3.75 
4.35 
5.70 

8.40 


.25 

.30 

.30 

.35 

.50 


.15 

.20 

.20 

.25 

.30 

.45 


.15 

.20 

.35 

.40 

.60 


Dealers 

List 

WALL Indestructible STEEL GONGS AND SHELLS 

Cost 

Each 

Price 

Each 

Number 

Size 

ITEM 

3.67 

6.15 

350 

6" 

Trip Gong 

6.33 

10.55 

351 

8" 

» a 

6.91 

11.50 

353 

10" 

a a 

7.71 

12.85 

355 

12" 

a a 

9.63 

16.05 

356 

14" 

a a 

4.00 

6.70 

557 

8" 

Foot Gong 

4.80 

8.00 

559 

10" 

it it 

5.60 

9.35 

561 

12" 

tt tt 

7.20 

12.00 

562 

14" 

it tt 

1.20 

2.00 

550 

6" 

Shell Only 

1.60 

2.70 

551 

8" 

a a 

2.20 

3.70 

553 

10" 

a a 

3.80 

4.70 

555 

12" 

a a 

4.60 

7.70 

556 

14" 

a a 

5.00 

8.35 

563 

8" 

Roof Gong 

5.80 

9.70 

565 

10" 

it tt 

7.60 

12.70 

567 

12" 

tt tt 

11.20 

18.70 

568 

14" 

it it 


IRON REPLACEMENT ELEMENTS 

Wattage Number 


.37 

.50 

For use in Numbers 186, 186T, 186K, 1123 Irons 

75 

186 

.45 

.60 

For use in Numbers 1106, 1106T, 1223 Irons 

100 

1106 

.45 

.60 

For use in Numbers 196, 196T, 196-3 Irons 

75 

196 

.53 

.70 

For use in Numbers 1136, 1136T, 1136-3 Irons 

100 

1136 

.75 

1.00 

For use in Numbers 1156, 1156-3 Irons 

150 

1156 



IRON REPLACEMENT TIPS 



.22 

.30 

For use on Numbers 186, 186T and 1123 Irons 


186 

.30 

.40 

For use on Numbers 1106, 1106T and 1223 Irons 


1106 

.30 

.40 

For use on Numbers 1123, 1223, 196-3, 1136-3, 1156-3 (spec, angle) 

1123 

.37 

.50 

For use on Numbers 196, 196T and 196-3 Irons 


196 

.45 

.60 

For use on Numbers 1136, 1136T and 1136-3 Irons 


1136 

.60 

.90 

For use on Numbers 1156 and 1156-3 Irons 


1156 



IRON REPLACEMENT BUSHINGS 



.22 

.30 

For use on Numbers 186, 186T, 1123 Irons 


1123 

.30 

.40 

For use on Numbers 1106, 1106T, 1223 Irons 


1223 

.53 

.70 

For use on Numbers 196, 196T, 196-3 Irons 


196-3 

.60 

.80 

For use on Numbers 1136, 1136T, 1136-3 Irons 


1136-3 

.90 

1.20 

For use on Numbers 1156, 1156-3 Irons 


1156-3 



Above elements, tips and bushings can be used as replacements 

on 

many other 


make irons. 


INVOICE TERMS: 2% — 10th prox. Domestic terms apply to foreign shipments. 

ORDER TERMS: Orders subject to acceptance by home office and will be 
shipped at prices prevailing at time of shipment. 

FREIGHT ALLOWANCES: Shipments are f. o. b. factory with freight allow- 
ances as follows: Full freight allowed on 100 lbs. or more of Electric 
Soldering Irons, Alcohol Blow Torches which may be combined. $1.00 per 
cwt. is allowed on solder in lots of 200 lbs. or more. Other items full freight 
allowed on 100 lbs. or more east of and including Denver, Colorado. $2.00 
per hundred freight is allowed on shipments west of Denver. No freight 
allowance on Pipe Straps, Gongs, Shields, Paraffin Pots, Dippers, Pans 
and Troughs. No freight allowance on shipments less than 100 lbs. We 
reserve the privilege to ship the cheapest way. 

RETURNED GOODS: Returned goods will be accepted only when its return 
has been authorized by us, and the shipment is prepaid. A minimum charge 
of 10% will be made to cover outbound freight, handling and recondition- 
ing; the amount to be determined by us after the goods returned has been 
inspected. 

CHARGES FOR BROKEN PACKAGES: On all orders specifying broken 
packages, a flat charge of 25 cents will be made on each broken package. 
Our minimum repair parts charge is 25 cents per shipment. 

DAMAGE CLAIMS: Title to all merchandise passes to purchaser on delivery 
by us to the initial carrier. Customer’s claim for delay, damage or loss in 
transit must be made against carrier. We will assist in every way possible in 
proving claims to expedite adjustments. 

PRICES: All prices subject to change without notice. 
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P. WILL MFC. COMPllV 


Post office box 71 

GROVE CITY, PENNSYLVANIA • U.S.A. 


To Our Customer Friends: 

With great pride and pleasure we enclose our new 
catalog just off the press. This catalog illustrates and 
describes Wall's complete line of quality soldering products — 
the only complete line of soldering products manufactured by 
one manufacturer. 

We direct your attention particularly to the many 
new items appearing in this catalog, such as Alcohol Blow 
Torches, Electric Soldering Irons, Solder, and the new Brass 
Tank Gasoline Blow Torches, quality of which is second to 
none. These items, of course, are only new to the 'old' Wall 
accounts, but not new to the Harmic accounts. You no doubt 
know of the integration of the P. Wall Mfg. Company and Harmic 
Mfg. Company which took place early this year. 

Wall, the oldest name in the Blow Torch Industry 
(since l86u), is leading the field in quality and backed by 
the experience of time, will continue to do so. The new vigor 
in manufacturing and merchandising techniques supplied by the 
principles of Harmic Mfg. will bring to you the finest products 
made. 


If we haven't supplied you with Wall products, try 
us. If we have, it will be a pleasure to continue to do so. . . 
May we? 

Cordially yours, 

P. WALL MFG. COMPANY 




M. A. Silverman, Sales Manager 


MAS: 11 
Enc. 


AGREEMENTS ARE CONTINGENT UPON STRIKES. FIRES. ACCIDENTS OR OTHER CAUSES BEYOND OUR CONTROL. 
PRICES. SUBJECT TO CHANGE WITHOUT NOTICE. 


















